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PSA Seine ek MEO ik TDN AN NS Te RLS ee Bee Wa 


THE WHITE HOUSE. 
WASHINGTON 


January 29, 1966 


Dear Nr. Knott: 


It has, become lincreasiug), oppoxcat that additional tiyecr 
ments can be helpful is: cus. G cn orderly approach by 
Branch to the housing of 3 Gcpacuments and agencies iia - 
Capital Region. - 2hes2 scuest in the Natlenas. Capiucr 
requ. eB Complete coos eee © planning and action an 
agencies Which devele> ¢iouc co make decisions affeesi 
is necessary also + oo consideration pe giv 
ment programs for 1 ° Columbia and to plons c: 
' ‘the rapid transit syoton 
Act of 1965, PL. 69-37% 


tees 


re 
i 


HOt 


25Ca by the National Capital © sO COGCLOR 


ssoved. eeoeeibcr 3, 1965 » a ILLEGIB. 


One, as the basie mission; of the Ge neral Services ‘Admintatretion is SUAS 
of anit siating and moaintalnot: 2 % 


nS end programs for the cffcat 
effipienk acquisition sion of federally-qimed onl 2 
spac To. assist you 


See a this mission, you OVO dixcat 
ereate an. Advisory Cox s 2 


.cceral. Buildings da tho Mat 
Regicn. — The comm uece “2 composed of you es chadne 
TLDS | Commis ssion, whe Nation. 
AL UES Commission of Fine. 2683 &, 
5 tne Engineer ‘Commisalones, Disto2.e3 of 
; ‘Columbia; and represent 6 of such other, Federal agencies as yo 
determine to be approprinus. iny Advisor for National Coplual Afeatvs 
Mr. Charles Horsky onl Bvatx representatives designated by the Bl:ce 
rea of the buaget will participate in the work of the comni 


oF Shoe Pema, oF Do 


You axe to ‘develop and raintein currently, with the advice of the cdvisory 
committee, rent ond long-xange plans for the provision of Federal office. 
-and related, space. dn the Kational Capital Region. ‘More specifically % che 
committee should consider end advise with, reppect to the followlng matters 
BS. s. they apply to Federal space necds: 


vs sa oe and long-range plans and programs “for the housing of 
Federal agencies in the National Capital eR oes 


reine Economic Bapecte cr yen pene and programs such as Losses . of tax 


: med gpace, eolecke A on costs, and programing and financing. for... 
beamed oe works improve cements such ¢ as BE EReORs rapid sZ basuriets oe 


Bo : " Relationehip of such pleug end programs to Jena use, popuioelca 
density, zoning, public transportation, and traffic capacity of ciscutus 
end highieys. 


he Current agency SBpasc OusAcuments and growth potential an volotirne 
snip to possible condoll@ions wichita specified geographical ercas, 627: 
into eccount the reuse of Govcanment-owned buildings to be vacaucd ord 
available Government-oimcd bites. - 


5% ‘Relationship of Federal ee projects to long-rance 
Gevelopment programs of the Iistrict of Columbia and of the Gor zh 
an the syburban ares in Mary oa vA irginia. 


6. Project: priorities based on urgency of need and availobiliix co. 
resources » i 


‘JT. Decentralization or dispoveal of agencies or units within an 
agency. 


Shese functions: and. ‘responsibilities are to be achieved in consonance VLG 
che: major purposes and objectives of the Year 2000 Plan; my memorendun of 
Hovember 27, 1962, on the Planning and Development of the National Gander 
Region; Executive Order No. 11035 of July 9, 1962, entitled "“Manecomens of 
Federal Qffice. space"; the report of the President's Ad Hoc Comaistce ca 
Vederal Office Space of May 23, 1962; plans for the developmeas of 
Pennsylvania Avenue ; and plans for the development of a rapid tronsit 
system. In carrying out its odvisory functions and responsibilitics tho 
conmittce shall have, due regord for the comprehensive plan for the Nasional 
Capital prepared by the National Capital Planning Commission in accordance 
with the National Capital Planning Act of te 


Please send a copy | of this letter to the head. Of. each. “executive departzont 
and agency ‘and also cause it to be published in the Federal Register. ‘The 
head of each “department and agency will be expected. ‘to cooperate fuliy 
with you and provide such information and assistance. as you may require in 
implementing the purposes and objectives of this letter and the functions 
of the advisory committee. Reports of progress should be submitted to me 
from time. to time as circumstances may seed 


Nothing herein derogates from the existing apcuority of any department or 
agency» 


 npnerlbie "Lawson Be ‘Knott, Jr. 
‘chdeda tetra yor, General. Services 
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